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EXISTENCE CF A VERTICAL LIQUID STATIC TEST. FACILITY IN CHINA 
LOCATED 3.3 NM WNW OF CHAN-HSIN-TIEN AND 12.6 NM WSW OF THE CENTER 
OF PEI~PING AT 39 DEGREES 59°45°N, 116 DEGREES a3°ea"e. IN 
25X11 Pn ACTIVITY OR STRUCTURES WERE OSSERVED 
AT THE SITE. THE FACILITY AS IT APPEARS ON THE PHOTOGRAPHY Is 
COMPRISED OF T¥O COMPLETED TEST STANDS, ONE TEST STAND UNDER 
CONSTRUCTION, THREE LARGE SUPPORT 3UILDINGS IN THE IMMEDIATE 
VICINITY OF THE TEST STANDS AND NUMEROUS SMALLER SUPPORT 
BUILDINGS. THE SITE IS ROAD AND RAIL=SERVED. TWO INSTALLATIONS, 
ONE TO THE EAST AND ONE TO THE SOUTHEAST OF THE SITE, HAVE ALSO 
-3SEN construcTeD an APPEAR TO BE 25X1 
ASSOCIATED WITH THE FACILITY. . 
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MAP REFERENCES: U.S. AIR TARGET CHART - SERIES 208, SHEET 0331~- 
1 AL, 1/292,800, 2ND EDITION, JUL 64. 
END OF MESSAGE 
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